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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: EMERGENCY LIGHTING SYSTEM 
REE: A. SOFIA 9. 12/27/73 (NOTAL); B. SOFIA 1737 

1 . FOUR LAMP SOCKETS REQUESTED REE (A) FOR EMERGENCY 
LIGHTING SYSTEM HAVE BEEN RECEIVED. REQUEST VISIT 

BY SEABEE TO REBUILD LAMP UNITS AND, IF POSSIBLE, 

RUN NEW WIRING (10 GUAGE STRANDED WIRE REQUIRED NOT 
AVAILABLE SOEIA) FROM POWER SUPPLY BOX. 

2. REPLACEMENT EOR INCINERATOR EXHAUST COVER CAN 

BE INSTALLED AT SAME TIME IF WEATHER REMAINS EAVORABLE. 

3. IF POSSIBLE, CYPHER LOCK FOR COMMUNICATIONS AND 
RECORDS OUTER OEFICE DOOR SHOULD BE BROUGHT AND IN- 
STALLED. 

4. WE BELIEVE THIS TRIP SHOULD BE COMBINED WITH 
REGULAR RSO VISIT IE POSSIBLE, BUT THAT PRIORITY OF 
SYSTEM REPAIR SHOULD DETERMINE TIMING. 

BATJER 
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